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Treasury Department, United States Marine-Hospital Service. Published in accordance 
with act of Congress approved February 15, 1893, 

Vol. XV. Washington, D. C, November 2, 1900. No. 44. 



NOTICE. 

i 

Any person on the mailing list of the Public Health Reports who, at any time, 
fails to receive promptly this publication will confer a favor by notifying the Surgeon- 
General of the United States Marine-Hospital Service. 



UNITED STATES. 

[Reports to the Surgeon-General United States Marine-Hospital Service.] 

NEW METHODS FOR THE PURIFICATION OF THE WATER SUPPLIES OF 

CITIES AND TOWNS. 

In view of the very general interest which is being manifested at the 
present time in the subject of the purification on a large scale of the 
water" intended for the use of communities, the two following articles on 
the subject are reproduced. 

Both methods are in practical operation in large European cities, and 
both seem to be giving satisfaction. Each method has special features 
which recommend it, but both possess in common the feature that there 
is no chemical added to the water to be purified, which is permanently 
left therein, and the chemical composition of the water is not injuriously 
modified. 

The cuts which accompanied the articles are not reproduced, as the 
sources from which full information on the subject can be obtained are 
sufficiently indicated in the course of the articles. 
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